RUFFNER HOTEL 

CHARLESTON, W. VA. 

• 200 modern rooms, located on the new 
Kanawha Boulevard and facing Kanawha 
River, a beautiful outlook. Splendid parking 
and garage facilities. 

— Rates from — 


$2.00 to $4.00.Single 

$3.00 to $6.00.Double 
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RUFFNER HOTEL — ON KANAWHA BOULEVARD — CHARLESTON, W. VA. 

















